COLOR CHART OF 

A. C. B. 

The BARRIER AGAINST RUST 



A. C. B. PRIMER 



A. C. B. FINISHING GRAY 



A. G. B. FINISHING RED 



A. C. B. FINISHING BLACK 

NOTB—Thece Chips are not made whlth A. C. B. 
They are (or color reference only. 


COVERING CAPACITY 

One gallon of A. C. B. will cover about 600 
sq. feet one coat on smooth metal when well 
brushed out. On rough surfaces coverage 
will be proportionately reduced. 



PAINT & OIL COMPANY 

CLEVELAND, OHIO 
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